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UNCLASSIFIED 

PAGE 01 BAGHDA 01526 241554Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 /019W 

037694 250133Z/75 

R 241140Z JUL 78 
FM USINT BAGHDAD 
TO AMEMBASSY ATHENS 
INFO SECSTATE WASHDC 6491 
USDOC WASHDC 

UNCLAS BAGHDAD 1526 

ATHENS FOR RTDO 


Message Text 


E.O. 11652: N/A 
TAGS: BEXP, IZ 

SUBJECT: ELECTRIC POWER/WATER DESALINATION 


REF: ATHENS 6102 


PLEASE INFORM AWNI ABBOUSHI, ATHENS OFFICE OF GENERAL ELECTRIC 
INTERNATIONAL OPERATIONS, INC., THAT ACCORDING TO INFORMATION 
AVAILABLE, THE GOVERNMENT OF IRAQ HAS NO PRESENT PLANS FOR 
POWER/DESALINATION PROJECTS. 
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